Board of Commissioners of Cook County 
Report of the Finance Subcommittee on Workers' Compensation 


Tuesday, October 7,2014 11:30 AM Cook County Building, Board Room, Rm.569, 

118 North Clark Street, Chicago, Illinois 

SECTION 1 
ATTENDANCE 

Present: Chairman Schneider, Commissioners Fritchey and Moore (3) 

Absent: Vice Chairman Reyes, and Commissioner Tobolski (2) 


PUBLIC TESTIMONY 

The Secretary announced that there were no public speakers. 

Commissioner Moore seconded by Commissioner Fritchey moved that the Workers’ Compensation 
Subcommittee convene in Executive Session to consider matters of pending Workers’ Compensation. 
The motion carried. 

Commissioner Moore seconded by Commissioner Fritchey moved that the Workers’ Compensation 
Subcommittee convene in Open Session to consider matters of pending Workers’ Compensation. 
The motion carried. 

Commissioner Moore seconded by Commissioner Fritchey, moved Approval of the cases over 
$25,000.00. The motion carried. 

1. DECISIONS 
Health Facilities 
CATALDO- GILBERT 

13 WC 15633 $70,259.78 

The Petitioner slipped on ice and fell. 


Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 




2. SETTLEMENTS 


County Government 

AVALOS. ELIZABETH 
11 WC 44422 


BRIDGES. STEVEN 
04 WC 36827 


COX. PAUL 
09 WC 23539 
09 WC 30943, duplicate 


JOHSON. BRYAN 
10 WC 18170 


10 WC 18171 


SPENCER. GEORGE 
09 WC 21773 


$27,156.97 

The Petitioner jumped off a dock to stop a truck that was rolling away due 
to a parking brake malfunction. 

Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 


$45,653.17 

The Petitioner injured his right arm and right hand while restraining a 
combative inmate. 

Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 


$115,611.41 

The Petitioner was rendering assistance to a stopped motorist and injured 
his right knee and right shoulder when he jumped over a ‘Jersey Barrier’ 
and fell. 

Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 


$39,883.00 

The Petitioner’s right arm was burned by hot steam. 

The Petitioner was hit in the head by a falling steel beam. 

Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 


$92,813.32 

The Petitioner was breaking up a fight between two residents when he hit 
his left knee on a steel door. 

Commissioner Moore, seconded by Commissioner Fritchey moved 
Approval. The motion carried. 



ADJOURNMENT 


Commissioner Fritchey seconded by Commissioner Moore, moved to adjourn. The motion carried 
unanimously and the meeting was adjourned. 






